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expert evidence necessity, 29—30 

increase in litigation, 28—11 

mitigation of damages, 29—266 

settlement of claim, 28—12 

standard of care required, general practitioner, 29—13 


LIABILITY INSURANCE 
claims adjusting, investigation and settlement 

statutory liability, 29—9, 355 to 376 

third parties, privity issues, 29—355 to 376 
declaratory judgment action 

noncoverage alleged by insurer, 28—242 

settlement impasse, action to resolve, 29—372 
defense of insurer, duty of insured 

intentional tort by insured, 28—242 

public policy issues, 28—243, 249 
direct action against insurer 

lack of privity defense, 29—356, 363 to 366 

unfair practices as basis, 29—355 to 376 
legal malpractice insurance, availability and cost, 28—11 
medical malpractice insurance 

availability and cost, 283—7; 29—15 

“freezing” coverage and premiums unlawful, 28—79 
procucts liability insurance, availability and cost, 28—20 
punitive damages, coverage by insurance, 29—7 


LIFE INSURANCE 


accidental death, discovery rights of insurer, 29—395 
coverage issues, 29—200 
misrepresentation in application 
health and medical history, 28—355 
insurer’s right to cancel, 28—356 
statutes and regulations controlling claims practices 
attorney’s fees of claimant, 29—133 to 135 
authority to issue policies, 29—139 to 141 
checklist, practices to avoid, 29—146 to 149 
interest on payments withheld, 29—135 to 139 
Model Act, 29—153 to 162 
Model Regulation, 29—163 to 167 
sanctions, 29—126 to 129 
unfair practices legislation, violation of, 29—355 to 376 
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LIMITATION OF ACTIONS 
accrual of cause 
death actions, 29—20 
discovery rule, 29—422 
home builder’s or vendor’s warranty, 29—505, 507, 512, 514 to 516 
medical malpractice, 28—94; 29—203, 204, 422 
builders’ or contractors’ liability, 28—357 
constitutional law issues, 29—506 
contract or tort statute applicable, 29—514, 516 
implied warranty of habitability, 29—505, 507, 512, 514 to 516 
medical malpractice 
accrual of cause, 29—422 
“discovery” ruie, 29—240 
minor plaintiffs 
builders’ or contractors’ liability unaffected, 28—360 
medical malpractice statutes, 29—422 
savings statute, applicability 
construction of statute, 29—492 
original suit in different jurisdiction, 29—491 
tolling of period, 29—180, 203, 204, 422 
LIMITATIONS OF LIABILITY 
adverse medical examinations, 28—119 to 133 
constitutional law issues, 28—68, 78, 82 
death actions, 29—110, 406 
“fireman’s” rule held applicable to police officers, 29—401 
“Good Samaritan” statutes 
persons protected, 28—135, 139, 142 
public policy issues, 28—142 to 145 
statutory language construed, 28—140, 141 
“guaranteed verdict” agreements, 29—233 to 251 
insurance penalty statutes, 29—84, 92, 100, 101 
medical malpractice statute, 28—68, 78, 82; 29—421 
real estate warranties, 29—512, 514 to 516 


MALICIOUS PROSECUTION 


attorneys as defendants, 28—14, 15 
malice factors, 28—15 
“special injury” requirements, 28—15 
MEDICAL EVIDENCE 
amnesia, 28—350 
amputation of limb 
arm amputation, 28—442 
cancer necessitating, 28—442 
back and spine, 28—98, 195, 495 
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MEDICAL EVIDENCE (Continued) 
basis for opinion 
autopsy, 28—52 
books, treatises and articles, 29—383, 391 to 393 
coroner’s examination and report, 28—52 
electroencephalogram, 28—380 
examination of plaintiff, 28—98, 298; 29—212 
laboratory tests, 28—442 
subjective complaints and statements, 28—195 
X-rays, 28—98, 156; 29—169, 211 
bladder injury, 28—54 
brain injury, 28—380; 29—524 
burns, 28—494 
cardiovascular disease 
traumatic causation, 28—52 
workmen’s compensation case, 283—361 
certainty of opinion, possibility opinion inadmissible, 28—52 
disfigurement, 28—179, 491, 494; 29-329 
drugs, effect on mental processes, 28—95, 148 
emotional distress, severity and duration, 29—427, 441, 442 
expert opinion unnecessary, 28—57 
failure to present medical witness, 28—56, 158, 352 
fees and expenses of witnesses 
taxable as costs, when, 29—181 to 195 
judicial notice, 29—383, 385, 390 to 399 
learned treatises, probative value, 29—383, 391 to 393 
malpractice screening panels 
burden of proof, 29—299, 300 
decision of panel, 29—297 
medical expenses, 28—192, 195, 495; 29——329 
medical review panel’s report, 28—68, 73, 81, 83 to 86 
neck injury, 28—298; 29—329 
nerve injury, 28— 156; 29—212 
neuroses and psychoses, traumatic causation, 28—179, 185, 195, 380; 29—524 
pain and suffering 
decedent’s pain before death, 28—93 
psychological causation, 28—90, 91 
psychiatric evidence 
personality disorder, 28—95, 380 
qualifications of witnesses, 29—301 
standard of care, 29—300 
psychological evidence, 28—91, 179, 185 
screening panel’s report 
composition of panel, 29—418, 419 
expert opinion, report as, 29—170, 174, 180, 419 
stipulated evidence, 28—192 
surgery explained and demonstrated, operation described, 28—56, 58, 156 
viability of fetus, 29—392 
X-rays, injury to fetus, 29—494 
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MEDICAL EXAMINATION OF CLAIMANT 
examining physician’s standard of care, 28—119 to 133 


MEDICAL MALPRACTICE 


action for services, counterclaim for malpractice, 29—179 
anesthesia case, cardiac arrest, 28—59 
bladder injury during hysterectomy, 28—55 
burden of proof, 283—158, 159; 29—-299, 300, 383, 420, 495 
cosmetic surgery case, 28—7 
counterclaims by defendants, 28—14, 15 
damages 
periodic payments, future damages, 29—17, 18 
defendant doctor as expert for self, 283—56; 29—46, 494 
dental malpractice 
anesthetic improperly administered, 28—7 
limitation of actions, 29—180 
oral surgery, 29—15 
diagnostic negligence, 28—8, 441; 29—16, 169, 240, 244, 424, 446 
directed verdict or judgment for defense, 28—56, 59, 157; 29—495 
disclosure of confidential information, 28—393 to 418 
expert opinion evidence 
discovery rights of adverse party, 29—41 to 50 
medical review panel’s report, 28—68, 73, 81, 83 to 86 
necessity, 283—55, 57, 59, 158, 159; 29—495 
“obvious negligence” exception, 29—495 
qualifications of experts, 29—300, 301 
screening panel’s findings, 29—170, 174, 180, 297, 419 to 421 
standard of care, 28—57, 59, 157, 158; 29—-227, 290, 300, 495 
FTCA case, 28—130 
foreign object left in body, 28—155 
fractures, diagnosis and treatment, 29—244 
“Good Samaritan” defense, 28—142, 143; 29—289 
hospital negligence 
equipment defective or improper, 28—11 
incompetence of staff physician imputed, 29—17 
injections, 28—10 
proximate cause issues, 28—10 
insurance forms, neglect in filing, 283—123, 126, 132 
judicial notice issues, 29—383, 391 to 393 
lack of privity defense, 28—119 to 133 
limitation of actions 
accrual of cause, 28—94; 29—203, 204 
special statutory period, 29—203, 422 
tolling limitations period, 28—94; 29—203, 204 
limitation of liability, 283—68, 78, 82, 87; 29—-240, 244, 421 
malpractice screening panels 
burden of proof, 29—299, 300 
function of panels, 29—299 
jurisdiction, 29—295, 301 
medical malpractice, contributory negligence defense, 29—204 
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MEDICAL MALPRACTICE (Continued) 
osteopaths as defendants, 29—255 
psychiatrist as defendant 
sexual or social involvement with patient, 28—94 
suicide of patient, 28—10 
third parties injured by patient, 28—411, 413; 29—23 
res ipsa loquitur, 28—157, 158 
respondeat superior issues, employee medical examinations, 28—129 to 131 
review panels 
composition of panel, 28—67, 72, 78, 81 
constitutional law issues, 28—66 to 88 
standard of care, evidence, 28—68, 73 
screening provisions 
inefficiencies criticized, 29—176, 177 
joinder of medical and nonmedical parties, 29—170, 179, 181 
jurisdiction issues, 29—169 to 181 
standard of care, 25—443 
sterilization operations, 28—10, 11 
strict liability rejected, 28—59 
tortfeasor’s liability for subsequent malpractice, 29—170, 180 
warning patient, informed consent 
drugs and vaccines, 29—382 
extent of warning necessary, 28—57; 29—383 
genetic disease, misdiagnosed, 28—8, 9; 29—446 
psychosurgery, 29-298 
written consent, 29—298, 300 
X-rays, radiation injury to fetus, 29—493 


MENTAL PAIN 

big award against insurer, 29—73 

death case, emotional shock as cause, 29—434 

impact rule 
abrogated, 28—185; 29—434, 443 
retained, 28—187; 29—443 

“outrageous” conduct as cause 
burden of proof, 29—497 
cause of action not recognized, 28—186 
elements, 29—87, 199, 497 
extreme distress requirement, 28—497 
impact rule, 28—187 
insurer as defendant, 29—4 to 6, 73 to 103 
motel case, 29—111 
parental discipline not outrageous, 29—496 
public disclosure of private facts, 28—290, 291 
respondeat superior liability, 29—77, 111 
telephone harassment, 28—293 

psychic injury without trauma 
ad hoe determination, 29—426, 436 
cause of action recognized, 28—91; 29—424, 434 
defamation as cause, 28—461 
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MENTAL PAIN (Continued) 
psychic injury without trauma (Continued) 
extrasensory empathy between twins, 29—432, 440, 445 
foreseeability issues, 28—91, 92, 180, 186; 29—-22, 425, 433, 436, 511 
home builder’s breach of warranty as cause, 29—510 
impact rule retained, 28—186; 29—-443 
injury to near relative, 28—91, 179, 182, 185, 188 to 190; 29-22, 430, 441, 
443 
judicial trends, 29—439 
products liability case, 29—441 
time and distance factors, 28—92, 181, 184, 185; 2922, 430, 437, 438, 442, 
444, 445 
unseen assault of plaintiffs child, 29—444 
“wrongful birth” cases, 29—439, 443, 446 
zone of danger rule, 29—441, 443 
MISCONDUCT OF COUNSEL 
appeals to prejudice or bias, 29—221, 225 to 228 
“guaranteed verdict” agreement issues, 29—237 
inadmissible evidence presented, 28—262, 267 
representing conflicting interests, 29—11, 12 
sanctions for misconduct, 28—263 
trial conduct disguising clients’ interest, 29—-242 to 245 
voir dire examination, 28—262; 29—483, 486 
MISCONDUCT OF JUDGE 
judicial notice improperly taken, 29—397 to 399 
MISCONDUCT OF JURORS 
circumstantial evidence, 28—482 
verdicts 
excessive as evidence of bias, 28—482, 29—5, 77, 99 
inadequacy as evidence of bias, 29—331 
MOTION PICTURES 
experimenta! evidence demonstrated, 29—462 
plaintiffs disability demonstrated, 29—328 
railroad accident, 29—461, 462 
relevancy issues, 29—328 
MOTORCYCLE ACCIDENTS 
automobile-motorcycle collisions, 28—265 
contributory negligence, 28—265 
products liability, 28—432 
property possessor’s liability, 29—65 


NECK INJURY 
liability without damages, 28—297 
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NERVE INJURY 
medical evidence, 28— 156 


NEUROSES AND PSYCHOSES 
big award, 28—379 
excessive award, 28—94 
medical evidence 
injury to near relative as cause, 28—90, 179, 183, 185 
permanency of condition, 28—380 
psychiatric malpractice as cause, 28—94 
psychologist, 28—185 
traumatic causation, 283—195, 380; 29—524 


NEW TRIAL 


abuse of discretion, grant as, 29—204 

erroneous exclusion or admission of evidence as grounds, 28—62; 29—243, 245, 
258, 266, 269, 271, 272, 284, 286 

separate trial, denial as grounds, 29—248 

verdict against weight of evidence, discretion of trial judge, 29—300 


NO-FAULT MOTOR VEHICLE INSURANCE 


collateral source benefits, 28—20 
constitutionality of statutes, 28—20 
construction of statutes, 28—20, 21 
loss of earnings, 28—21 
medical expense coverage, 28—20, 21 
multiple coverages, priority issues, 28—20 
restrictions on tort actions 
medical threshold issues, 29—59 
“serious injury” issues, 29—195 
subrogation issues, 28—20 
tortious claims handling, 28—20 


OPENING STATEMENT 
products liability case, 29—223 


PAIN AND SUFFERING, DEATH 
conscious suffering of decedent 
comparison of awards, 28—93 
medical evidence, 28—93 
time factor, 28—93 
excessive award, 28—90 
PAIN AND SUFFERING, PERSONAL INJURY 
big award, 28—494 
excessive award, 28—96 
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PAIN AND SUFFERING, PERSONAL INJURY (Continued) 
liability without damages, 28—395 

medical evidence, aggravation of pre-existing condition, 28—98 
small awards adequate, 28—192, 195, 495 

PARALYSIS 

amusement device accidents, 28—344, 346 

big awards, 28—2, 3, 10; 29—105, 325 

medical malpractice as cause, 28—10 

motion pictures demonstrating effect, 29—328 

products defects as cause, 28—2, 3 

PHOTOGRAPHIC EVIDENCE 


color pictures, medical treatment demonstrated, 29—327 
injuries and disabilities demonstrated, hospital photographs, 29—327 
invasion of privacy issues, 28—399, 400, 407, 408, 417 
prejudicial photographs, gruesomeness, 29—327 
PLEADING 
affirmative defenses, 28—249, 251, 253, 254; 29—454 
amendment of pleadings 
conforming to evidence, 28—300 
right to amend, 28—353 
strategy decisions, 29—455, 464 
dismissal, failure to state cause or defense, 283—180, 183, 187 
emotional trauma cases, 28—180, 183, 187 
POLICE 
defamation actions, officers as plaintiffs, 28—476 to 478 
injury to police officer 
apportionment of damages, 28— 197 
assumption of risk, “fireman’s” rule, 29—401 
automobile-motorcycle accident, 28—265 
PRENATAL DEATH 
stillborn child, 28—9 
PREPARATION FOR TRIAL 
instructions, preparation of, 29—336 to 340 
railroad accident cases, 29—450, 462 to 465 
PRESUMPTIONS 
competency of witnesses, 29—310 
constitutionality of statutes, 28—70 
damages from defamation per se, 28—384 
rear-end collision, following driver’s negligence, 28—62 
PRETRIAL 
judicial notice, requests and opposition, 29—387 


settlement negotiations, 29—371, 372, 465 
voir dire examination, scope of inquiry, 29—472, 474, 480 
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PRISONER’S LITIGATION RIGHTS 
medical malpractice, 28—131 
PRIVACY 


commercial exploitation 
definition and elements, 29— 198 
entertainer as plaintiff, 28—292 
literary works, 28—290 
newsworthiness as excuse, 28—290 
physicians as defendants, 28—399, 400, 407, 410, 417 
waiver issues, 28—417 
constitutional law issues, 28—280, 281, 291, 292; 29—198 
damage, nominal award adequate, 28—498 
deceased persons, 28—290; 29—501 
“false light” actions, 28—288, 290, 291 
intrusion cases, 28—496; 29—197 
malice or recklessness as element, 28—288, 291, 292 
motel owner’s liability, intrusion by employee, 29—111 
newsworthy event justification, 28—280, 288 to 291 
physicians as defendants, actions by patients 
commercial exploitation, 28—399, 400, 407, 410, 417 
disclosure to spouse, 28—406, 414 
intrusion case, 28—408 
“private fact” disclosures, 28—406 
public interest justification, 28—410 to 414 
waiver issues, 28—415 to 417 
public disclosure issues, 28—279, 283 
rape victim, disclosing identity, 28—280 
relational right not recognized, 29—501 
right of privacy not recognized, 29—88 
telephone company as defendant, 28—282, 293 to 295 
television broadcaster as defendant, 28—278, 280, 288 to 293 
PRIVILEGED COMMUNICATIONS 
Federal Rules of Evidence, State law applied, 28—397 
physician-patient privilege 
common-law rule, 28—395 
court-ordered disclosure, 28—294, 397 
disclosure required by law, 28—410 
ethics codes, 28—395, 404 
spouses of patients, 28—414 
statutes creating, 28—393, 395 
waiver issues, 28—415 to 417 
psychiatrist-patient privilege 
life insurance claim as waiver, 29—295 
third persons endangered, duty to warn, 28—413 


PRODUCTS LIABILITY 


advertising of product, warranty by advertising, 28—339, 345 
amusement devices 
automatic pitching machine, 28—338 
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PRODUCTS LIABILITY (Continued) 
amusement devices (Continued) 
fencer’s mask, 28—332 
golf cart, 28—320 
golf training device, 28—344 
gym bar, 28—346 
hockey helmet, 28—345 
sliding board, 28—343 
snowmobile, 28—316 
swimming pool, 29—207 
trampoline, 28—344, 433 
assumption of risk defense, 28—-22, 332, 340, 342, 344, 347, 427 to 434 
automobile products 
brakes, 28—2 
design defects, 28—1, 2, 373, 374, 430, 433; 29—18, 216, 238, 326 
fuel tank, 28—1 
gear shift, 28—375, 430 
seat belts, 29—21 
steering gear, 28—2, 373, 374 
tires, 28—447 
aviation products 
design liability, 28—324, 326, 374, 376, 437; 29—61 
expert held incompetent, 29—63 
state of the art defense, 28—374 
beverage products, exploding bottle case, 28—371 
birth control devices, 29—489 
changed condition defense, 28—421, 428, 429, 433 
circumstantial evidence, 28—373, 430 
cleansers, warning by manufacturer, 28—316 
contributory negligence 
custom and habit evidence, 28—425 
patent danger issues, 28—420 to 438 
costs of litigation, expert’s fees and expenses, 29—191 
criminal actions against manufacturers, 28—19; 29—20 
damages, punitive, 28—327 
design liability 
accident-free use defense, 29—207, 208 
accidents suffered by others, 29—209 
alternative or competitive design, 28—310, 322, 338, 345, 422, 425, 433, 
437; 29—217 
automobile products, 28—1, 2, 430, 433; 29—216 
conformity to industry standards, 28—305, 310, 315, 320, 321, 328, 334, 
341, 345, 374 
crashworthy car, duty to design, 29—238, 258, 469 
expert evidence, 28—304, 320, 338, 341; 29—217 
foreseeability of injury, 28—1, 2 
household appliances and equipment, 28—306 
industrial machinery, 28—310, 313, 325, 364, 372, 374, 375 
patent danger issues, 28—420 to 438 
post-accident design change, 29—326 
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PRODUCTS LIABILITY (Continued) 
design liability (Continued) 
public policy, 29—326, 327 
safety standards, reliance on, 29—21 
“second collision” liability, 29—216 
state of the art, 28—315, 320, 321, 324 
surgical implants, 28—321 
directed verdict or judgment for defense, 28—333, 334, 344, 346, 347 
drugs and vaccines 
warning, obligation of manufacturer, 29—21, 272 
experimental evidence, 28—449 
expert evidence 
alternative design feasibility, 28—422 
automobile products, 28—448, 449 
impeachment, scope allowed, 29—216 
necessity, 28—320 
opinions held inadmissible, 29—61 
state of the art, 28—304, 320 
farm machinery, corn picker, 28—435 
firearms, 28—3 
flammable products 
camp stove fuel, 28—434 
chemical compound, 28—319; 29—28 
paint, 28—436 
foreseeability of injury, 28—1, 372, 376, 420 to 438; 29—207 to 209 
governmental studies and proposals, 28—18, 19 
household appliances and equipment 
camp stove, 28—306 
lawn mower, 28—435, 436 
increase in litigation, 28—18 
industrial machinery and equipment 
design liability, 28—364, 372, 374, 375 
hydraulic lift, 28—325 
meat grinder, 28—321 
patent danger issues, 28—420, 422, 424, 427 to 438 
inherently dangerous products, 28—449, 450 
joinder of manufacturers and health care providers, malpractice screening panel's 
jurisdiction, 29—179 
lack of notice defense, 29—489, 490 
misuse defense 
abuse, 28—373 
disregard of warnings, 28—373 
patent-latent defect issues, 28—340, 344, 374, 420 to 438 
proximate cause, 28—2 
res ipsa loquitur, 28—449, 451, 452; 29—327 
safety standard code evidence, 28—305, 306, 318 
state of the art defense 
admissibility and relevance, 28—308, 313 
conforming to industry standards, 28—340, 341, 345 
customs of industry, 28—305, 307, 314, 320, 326, 328 
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PRODUCTS LIABILITY (Continued) 
state of the art defense (Continued) 
definitions and elements, 28—307 
statutes recognizing, 28—307, 329 
unavoidably unsafe products, 28—317 
statutes controlling actions, Michigan, 29—19 
surgical implants, 28—321 
toy products, 28—375, 430, 434 
PROFESSIONAL LIABILITY 
accountants 
financial reports not verified, 28—16, 17; 29—14 
privity issues, 29—14 
architects 
failure to supervise, 29—14 
privity issues, 29—14 
warranty action invalid, 29—15 
clergymen, negligent counseling, 29—15 
morticians, embalmers and funeral directors 
contract action, 283—188 
mental pain, 28—188 
surveyors 
professional association’s standards, effect, 29-—500 
veterinarian, maltreatment of pet, 28—17 
PROPERTY POSSESSOR’S LIABILITY 
control of premises issues, 28—359 
invitee’s rights and duties 
duty of invitor, 28—51, 359 
foreseeability, 28—275 
proximate cause issues, 28—51 
trespasser’s rights and duties, children, 28—159 
PROXIMATE CAUSE 
automobile insurance cases, 29—53, 68 
burden of proof, 28—52 
death case, 28—352 
dramshop liability, 28—261 
property possessor’s liability case, 28—50 


R 


RAILROAD ACCIDENTS 

crossing accidents 
contributory negligence, 29—456 
experimental evidence, 29—461, 462 
expert evidence, 29—457, 458 
hazardous condition, 29—457 
indemnity or contribution, 29—453 
lookout issues, 29—451, 460 to 463 
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RAILROAD ACCIDENTS (Continued) 
crossing accidents (Continued) 
motion picture evidence, 29—462 
proximate cause issues, 29—456 
signals by railroad issues, 29—56 


REAL ESTATE 
builder’s and vendor’s liability, limitation of actions, 28—357 
home builder’s or vendor’s liability 
caveat emptor doctrine, 28—435, 454; 29—518 
caveat venditor doctrine, 29—520 
condition of land itself, 29—518 to 520 
fault irrelevant, 29—520 
nonprofessionals, 29—517, 518 
strict liability rejected, 28—454 
trends, 29—511 
warranty action, 28—22 
warranty actions 
condition of land itself, 29—518 to 520 
condominiums, 29—514, 516, 518 
express warranty or disclaimer, 29—512, 514 to 516 
fitness, habitability or workmanship, 28—22 
habitability issues, 29—508, 515, 519, 520 
lack of notice defense, 29—509 
limitation of actions issues, 29—505, 507, 514 to 516 
mental anguish of purchaser, 29—510 
mitigation issues, 29—270, 520 
privity issues, subsequent purchasers, 29—507, 513, 516 


RECREATION, RESTAURANT AND TAVERN CASES 
park, 29—204 
private swimming pool, 29—207 


RELEASE OF LIABILITY 
“guaranteed verdict” agreements 
champerty and maintenance issues, 29—233 to 237, 245 
ethical questions, 29—237, 245 
secrecy condemned, 29—246 
setting release aside 
burden of proof, 28—274 
failure to read release no excuse, 28—274 


RES IPSA LOQUITUR 

control by defendant, 28—452 

definition and elements, 28—449 
liberalized use disapproved, 28—451 
medical malpractice case, 28—155 
products liability cases, 28—447; 29—327 
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RESPONDEAT SUPERIOR 
assault by servant 

propensity to violence, 29—524 

punitive damages, 29—524, 525 
insurer’s liability for private adjuster’s torts, 29—357 
medical malpractice cases, 28—123, 128 to 131 
privacy invaded by employee, 29—111 
scope of employment issues, 28—381; 29—77, 79, 101, 


SCAFFOLD ACCIDENTS 
products liability case, 28—436 


SCHOOL AND SCHOOLYARD ACCIDENTS 
foreseeability issues, 29—23 

leck of supervision issues, 29—23, 169 
school-sponsored sports activities, 28—335, 346, 379 


SKULL FRACTURE AND BRAIN INJURY 

big award, 28—379 

medical evidence 
closed-head brain injury, 29—524 
permanency and rehabilitation, 28—380 
personality change, 28—379; 29—524 

medical malpractice case, 29—181 

products liability case, 28—345 

school accident case, 29—169 


SPECIAL ISSUES 

contributory negligence, 28—163; 29—413 
controlling over general verdict, 29—414 
proximate cause, 28—150, 163 
SPECTATOR ACCIDENTS 

assumption of risk defense, 28—347 
STIPULATIONS 

good faith purchase of stolen vehicle, 28—167, 168, 175 
lost earnings, 28—192 

market value of automobile, 28—168 
medical evidence, 28—157 

medical expenses, 28—192, 491 

property damage, amount, 28—488 


STOREKEEPER’S LIABILITY 
assault by third parties, 28—275 
foreseeability issues, 283—276 
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STRICT LIABILITY 

medical malpractice, doctrine rejected, 28—59 
SUBROGATION 

fire insurer as plaintiff, 28—243 


SUMMARY JUDGMENT 

absence of duty as grounds, 28—160, 275 

affidavits used, 29—499 

assumption of risk by police officer established, 29—401 
depositions used, 29—496 

stipulations used, 28— 157 

SWIMMING OR DIVING ACCIDENTS 

property possessor’s liability, 28— 159 


VERDICTS 

consistency of verdicts, 29—414 

less-than-unanimous verdicts, 29—206 

VIDEOTAPE 

deposition use, 29—189, 195 

VISION IMPAIRMENT OR LOSS 

products liability cases, 28—332, 345, 375, 430, 434 
VOIR DIRE EXAMINATION OF JURORS 
acquaintance with party or counsel, 29—479, 486 
appellate record, 29—471, 473 

bias for or against cause, 29—470, 473, 476, 483 to 486 
concealment or nondisclosure, 29—482 

court or counsel conducting inquiry, 29—470, 480 to 483 
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